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SUBJECT: NATO INFRASTRUCTURE CONTRACT: ICB NOTICE: 
PERIMETER LIGHTING 

1. EMBASSY HAS RECEIVED ICB NOTICE PERTAINING TO RE- 
PLACEMENT OF EXISTING PERIMETER LIGHTING AT RAF 
ALCONBURY (CAMBRIDGESHIRE). ESTIMATED VALUE OF CONTRACT 
IS 55,000 POUNDS. TENDERS WILL BE INVITED LATE 1975 

WITH WORK EXPECTED TO COMMENCE EARLY 1976. 

2. THE WORK CONSISTS OF REPLACEMENT OF EXISTING PERI 
METER LIGHTING TO A SECURE STORAGE AREA TO PROVIDE A 
HIGHER LEVEL OF ILLUMINATION. THE SCHEME INCLUDES NEW 
LIGHTING FITTINGS, MOUNTING POLES, UNDERGROUND DISTRI- 
BUTION SYSTEM, STANDBY GENERATOR AND SWITCHGEAR. STAND- 
BY GENERATOR WILL BE SUPPLIED AND INSTALLED BY THE 
DEPARTMENT OF ENERGY. LIGHTING FITTINGS WILL BE 
SUPPLIED TO THE CONTRACTOR BY DOE. THE WORK WILL BE IN 

A SECURE AREA, THEREFORE CONTRACTORS WORKING MUST BE 
ARRANGED TO THE REQUIREMENTS OF THE SECURITY STAFF AT 
THE SITE; OTHER SECURITY CRITERIA MAY BE APPLIED. 

3. FURTHER DETAILS MAY BE OBTAINED FROM PSA, 88 
BLENHEIM CRESCENT, RUISLIP, MIDDLESEX, ATTENTION, 

MR. D. ASHWORTH, TELEPHONE RUISLIP 33381. 
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